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NOTE: 
TESTING PLATE TO BE USED WITH RBT18645 LIFT ASSEMBLY ONLY. 


REVISIONS 


REV 


ADDED SHEET 3, CORRECTED B/O # FOR -11 


DESCRIPTION 


DATE 


4/5/2012 


INITIAL 


JAG 


APPROVED 


RED BARN MACHINE 


SS HESSE BIO | Part# amv. Description Material B/O INFORMATION OR SPECIFICATIONS 
UNLESS OTHERWISE SPECIFIED DRAWN BY: GILBERT 
DIMENSIONS ARE IN INCHES 
-1 1 [PLATE A36 1/2 x 2-1/2 x 6-7/8 2 | TOLERANCES ON: AEEROVED D Wel 
DECIMALS HEA 
Bo| -3 1 |EYEBOLT STEEL 5/8-11 x 1-3/4 UNC 4000 Ibs | MCMASTER-CARR #3067757 BE 23. FRACTIONS + 1/32 [EREAT. 
XX .01 o 
Biol -5 | 1 |FLAT WASHER STEEL 5/8 X 1-3/16 | MCMASTER-CARR #95229A610 1 Lx Fi ANGERS SPEC 
UNLESS OTHERWISE SPECIFIED 
go| -7 1 [SPLIT WASHER STEEL 5/8 X 15/16 MCMASTER-CARR #90073A240 1 1. BREAK ALL SHARP EDGES USED ON MODEL 
.015 x 45° PR .015R 
B/O| -9 1 |HEX NUT STEEL 5/8-11 UNC |. MCMASTER-CARR #94895A035 1 | 2. DIMENSIONAL LIMITS APPLY AFTER PLATING FIRE SCOUT 
Bo| -11 1 |RED BARN PLACARD ALUMINUM RB41009 4 | SCALE 1:2 DATE 42/27/2010 |SHEET 1 of 2 


REVISIONS 


This drawing, specifications, and concepts contained here in are the sole property of REV DESCRIPTION DATE INITIAL | APPROVED 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


3X 5/16-24 UNF - 2B 


.703 pee mA 1.785 mas 3.84 -— 


rz 7.00 


RED BARN MACHINE 


DRAWN BY: GILBERT 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


TOLERANCES ON: APPROVED D Wel 
DECIMALS HEA = 
XXX .005 REAT 
= FRACTIONS + 1/32 
PLATE Xx ic ANGLES 4.5" INSH ^ BLACK OXIDE 
X i4 SPEC 
UNLESS OTHERWISE SPECIFIED 
1. BREAK ALL SHARP EDGES USED ON MODEL 


.015 x 45? PR .015 R 
2. DIMENSIONAL LIMITS APPLY AFTER PLATING 


SCALE 1:2 DATE 42/27/2010 |SHEET 2of2 


This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


RED BARN MACHINE 
190 S. DANEBO AVE. 
Eugene, Oregon 97402 

(541) 344-9953 
fax: (541) 344-3863 
e-mail: sales@redbarn.net 


RED BARN MACHINE 
TESTING PLATE 


NOTE | RBT18645-FO1 


TITLE 


TESTING PLATE TO BE USED WITH RBT18645 LIFT ASSEMBLY ONLY. Par | UNT Description 
4 1 [PLATE 
-3 | 1 |EYEBOLT 
-& | 1 [FLAT WASHER 
-7 | 1 [SPLIT WASHER 
-9 | 1 |HExNUT 
11 | 1 |REDBARN PLACARD 


APPROVED 75 9.7 [PATE 12/27/2010 SHEET 3 OF 3 


